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Message Text 


PAGE 01 ABU DH 00152 2208 16Z 

73 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

093428 

R 220705Z IAN 76 
FM AMEMBASSY ABU DHABI 
TO CHARLES T. MAIN 
SOUTHEAST PRUDENTIAL CENTER 
BOSTON, MASSACHUSETTS 02199 
TELEX 0940598 

INFO SECSTATE WASHDC 3801 
USDOC WASHDC 

UNCLAS ABU DHABI 0152 

COMMERCE FOR CAGNE 

E.O. 11652N/A 
TAGS: BEXP, TC 

SUB J : CHAS. T. MAIN POWER PLANT TENDER 

REF: A) ABU DHABI 2657 

B) CHAS. T.MAIN TELEX OF DEC 18, 1975. 

1 . CHIEF ENGINEER RICHARDSON AT MINISTRY OF WATER & 
ELECTRICITY INFORMS EMBASSY HE NEVER SAY MAIN 
PROPOSAL FOR NORTHERN EMIRATES POWER PLANT. TO WHAT 
ADDRESS WAS PROPOSAL SENT? THIS INCIDENT SEEMS TO POINT 
TO THE ADVISABILITY OF PROPOSALS BEING HAND DELIVERED 
BY A LOCAL REPRESENTATIVE OR AGENT. 

2. EMBASSY HAS NOT YET RECEIVED COPY OF MAIN 
PROPOSAL MAILED ON DEC. 18. 

STERNER 

UNCLASSIFIED 


« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 15 SEP 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI00152 

Document Source: ADS 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D760025-0081 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 99/baaaeswc. tel 

Line Count: 43 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JUN 2004 by barnescd>; APPROVED <27 JAN 2005 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CHAS. T. MAIN POWER PLANT TENDER 

TAGS: BEXP, TC 

To: CHARLES T. MAIN 

SOUTHEAST PRUDENTIAL CENTER 

MULTIPLE 

Type: TE 
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